From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Rick Blank" <rblank@legend.txdirect.net>
Subject: (Fwd) (Fwd) Re: Market Adjustment Time?
Message-ID: <199610080151.UAA06066@legend.txdirect.net>

 Greetings,
 
> Maybe I shouldn't ask this, but...  Is the boatanchor market due for a price
> adjustment?  An increasingly common refrain is that prices are ridiculous
>and equipment's not selling.  Of the folks who went to Belton, I don't
> remember anyone indicating that they bought much.
 

This was probably my first hamfest in which the only thing I bought 
was a $3.00 Sam's Photofact for the HRO-60.  My biggest expense was 
252mi @15mpg X $1.39 a gallon for premium unleaded!

People seem as if they are in this to make more money than is 
reasonable and I think that some of the folks  that take ugly, dirty, 
old stuff to these activities and try to sell it for the same prices 
as really nice, clean equpment should sell for are really screwing 
things up.  

The best buys I have had recently DID NOT  come from these folks, but 
from those who know that I like radios, I care for them, and 
someday will die and when  someone younger  picks up the torch 
from me, they'll  carry it onward...until then, the old rigs have a good 
home....

Don't get me wrong, I am not trying to wizz on them for what they do, 
more power to them, I just don't have to buy from them if I don't 
want to...BUT, I, too, feel like they are trying to sell at too high 
a price point...but, it's always easier to go down than it is to go 
up!

> It appears that the sellers aren't selling much, as lots of the same guys
> with the same pieces of tired equipment keep showing up at hamfest after
> hamfest.  One guy at Belton still had the same SB-104 and accessories he's
> been trying to sell for nearly a year (that I'm aware of).  His SB-104 was
> very nice looking, an exceptionally clean radio (probably because like most
> SB-104's it doesn't work!)
> 

I also think that perhaps the market is getting a bit saturated
SB-104's should be cheap,and so should ALL  Heathkit stuff, 
$800 for the 104 w/ps, the speaker, the VFO, the control console and 
the SB230 amp isn't really in the ballpark ,  at a $500  asking price,
there more than likely would have beena buyer come out of the woodwork,
not me, but that's about all the setup would be worth at the very  most...

> I've never been a seller so I don't have much insight into that side of
> things, but it sure seems to me like the market has plateaued.  Prices went
> high enough to drag all sorts of old stuff out of hiding, but it looks kinda
> like the sellers aren't getting the prices they want now, yet aren't willing
> to let go for less, at least not yet.

To be a seller, you've gotta have a philosophy, mine is:  The best 
price is the one that sells!  I'll sometimes price stuff below 
everyone else just to get rid of it, if that's what I want...I'm not 
like some of the guys that have a second source of income from 
their constant buying and selling of stuff....I just like radios!  
New radios, old radios, hi-fi, low-fi, no-fi, is just fine with 
me...selling something means that I have too many of this thing or 
that I just don't like it, or that my tastes have changed...

> 
> Am I missing something here?  Is all the stuff that was passed over at
> Belton destined to go cross-country to some Boatanchor starved region?  Will
> the sellers in fact get close to what they were asking for?
> 

More than likely, but they also get dragged from fest to fest and 
eventually may sell as the price keeps dropping or a desperate hombre 
finds what he's been lookin' for!

There was really a lot of BA's at Belton, that was one of the most 
amazing things about this one, but, there were very few things in the 
way of bargains, and that's what made many of the guys trying to sell 
this stuff take their toys home with them at the end of the day.  

Didn't a lot of us get into BA's  because we like the old rigs and we
could buy a bunch of them for a little wad of cash?  Well, son, it 
ain't that way no more!

I just can't wait for next weekend down in Humble, outside of Houston, 
to see what returns!  At least I'll turn that weekend into one of 
haunting the high end hi-fi shops and pawn shops on Friday, attend 
the swapmeet on Saturday AM, and go out for the rest of the  weekend 
and watch my best friend's two sons go out and kick-butt on the 
motorcycle race tracks....much more enjoyable than worrying about 
dragging a bunch of old radios around!

> Regards,
> Bill Sorsby, N5BU
> 
> ***************************************************
> bill.sorsby@dlep1.itg.ti.com
> Views expressed herein are no one's fault but mine.
> ***************************************************

Rick Blank                      rblank@txdirect.net
2223 Blanco Road
San Antonio, Texas 78212


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mack@mails.imed.com
Subject: 11 Pin plugs for Transmitters
Message-ID: <9609078447.AA844707950@mails.imed.com>

Several people have asked about the 11 pin octal style plugs to mate 
with the sockets on BA gear recently.  Here is a trick I learned with 
my Sony reel-to-reel remote control deck:  Buy a 4PDT relay,  Take it 
apart and throw away the relay.  Make a strain relief hole the right 
size for your cable in the plastic case.  Wire it up and screw it 
together.

The plastic relay cover is about twice the size of a *true* plug, but 
if you can't find the original, it'll do in a pinch.

Ray Mack
WD5IFS
mack@mails.imed
Friendswood (Houston), TX



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: ks0f@i1.net (MIKE SANDERS) (by way of ks0f@i1.net (MIKE SANDERS))
Subject: 14 tube HRO version 4................?  ?  ?
Message-ID: <199610062348.SAA28218@mail1.i1.net>

Greetings all,
     After sucess working on the HRO60R this morning and tracking
down the low receive I was inspired. The early HRO was next. The
reason for this post is to describe and ask if anything sounds at all
familiar to anyone.
     This unit started out as an original HRO version 4. I am convinced
of that. It has however been modified heavily. The modifications are
done beautifully by the way. Look very old and I'm sorry but look
original. Now you and I know that is probably not the case but this
was done with precision redundancy on all added sockets etc.
     Here is the deal. Where down the middle of the radio from left
to right there was originally 6 tubes there are now 10. There is also
an OC3 neatly planted between what was the 1st if and the 2nd if
tube sockets. The original line up from left to right is a 42 audio,
6D6 1st rf, 6D6 2nd rf, 6C6 1st det, 6C6 hf osc and 6D6 1st if.
What I now have is totally differant. The 42 remains but the next
three tubes have been replaced with 6AC7s. Each of the 6AC7s
are followed by an added 6C4. The fourth tube the 6C6 hf osc
has been replaced with a 6C4 also and also has another 6C4
between it and the last tube in the line. That last tube is not a
6D6 but a 6C6. The back row of tubes is all the same as original.
     There are two additional controls on the front panel either
side of the main tuning knob. The one on the left peaks the 
signals and the one on the right varies the frequency of the signal.
The frequency excursion is quite a bit. I have not calculated it
exactly but on 20 bandspread it probably moves 20 or so KCs!
     The receiver works and rather well at that. Has anyone ever
seen a mod like the above done and documented anywhere? 
     I do not want to retro this but when I do an arbitrary cap change
out I will start to draw a diagram of the receiver and reverse engr it
on paper. Unless it is a mod that has been written up somewhere.
I have looked through the QSTs from the late thirties through the
early fifties. I have them all back to Jan 35. I may have overlooked
this but dont think so.  
     Any information or ideas appreciated.         73, Mike
                                  ks0f@i1.net



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Spencer Petri <spetri@e-tex.com>
Subject: Re:51S1
Message-ID: <m0vAKGg-0002FCC@e-tex.com>

Fellow filament freaks,

We used a 51S1 to copy a backup beacon transmitter on the flight package of
high altitude research balloons. After many 16 hour nights of tracking,
recording telemetry, and listening to the ham bands on the 51S1, I was
totally underwhelmed with the rx.

Poor flexibility. Give me a 390A anytime. 

73 de Pete  WA5JCI 



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Glenn Finerman <GFINER@nms.com>
Subject: 75S3-B Filters?
Message-ID: <s2593066.066@nms.com>

When I purchased my S-line several months ago, I just assumed the
receiver as it was sold (stock) did not include a CW filter.
Can someone confirm that? Unless you purchased an optional filter
you had to listen to CW in one of the SSB positions? (LSB)
I know the 75S-3 came stock with a 200hz filter, but I'm not sure about
the 75S-3B.

Has anyone played with filters other that the originals in this rig?
I'm gonna want a CW filter and I don't think I'll be ordering it from Collins!


Thanks............73   Glenn  N2BJG  gfiner@nms.com



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Rick Blank" <rblank@legend.txdirect.net>
Subject: Re: 75S3-B Filters?
Message-ID: <199610072206.RAA15044@legend.txdirect.net>

> When I purchased my S-line several months ago, I just assumed the
> receiver as it was sold (stock) did not include a CW filter.
> Can someone confirm that? Unless you purchased an optional filter
> you had to listen to CW in one of the SSB positions? (LSB)
> I know the 75S-3 came stock with a 200hz filter, but I'm not sure about
> the 75S-3B.
> 

That was one of the big differences between the 75S-3/A and the 
75S-3B/C, the B/C had a 5 position mode switch with two CW bandwith 
slots, vs. the -3/A's 4 position selector, but all 3 filter  positions are 
populated...only one filter, the SSB one, came from the factory in 
the -3B/C, all others were optional equipment.

> Has anyone played with filters other that the originals in this rig?
> I'm gonna want a CW filter and I don't think I'll be ordering it from Collins!
> Thanks............73   Glenn  N2BJG  gfiner@nms.com

Nope, never tried one, but, if you do, let us know about your 
experiences...I thought it might be interesting to try one of the 
Kiwa filter modules and see how those did....

CUL

 
 
Rick Blank                      rblank@txdirect.net
2223 Blanco Road
San Antonio, Texas 78212


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: bkh@bwab.se
Subject: Alexanderson Alternator
Message-ID: <199610071644.SAA09297@mailbox.swip.net>

For those of you interested in VLF-transmissions in
general and Alexanderson Alternator in particular
there will be a testtransmission in connection with 
a ceremony declaring the Grimeton Radiostation
a Historic Memorial Site.

The Grimeton radiostation is located 10 kilometers
(6 miles) east of Varberg on the Swedish west coast
and has the worlds only Alexanderson Alternator,
still in operating condition.

The testtransmission will take place on October 23,
1996 at approx. 0945-1015 UT on a QRG of 17.2 kHz
with the callsign SAQ.

The Grimeton Radiostation is available on internet:
http://www.telemuseum.se/Grimeton/

73 de Bengt Wilander, SM7BKH    bkh@bwab.se



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Glenn Finerman <GFINER@nms.com>
Subject: re: Alternate to 51S-1
Message-ID: <s258d00e.006@nms.com>

I couldn't agree more Richard!!

re>As an alternative to the 51S-1, how about the 51J-3 or -4?
> I think the 51S-1 is quite a super $400 radio.  
>What puzzles me is why they go for a $K or more.  
>Richard

It's called GREED! It's a shame but unfortunately it's a fact of life.
Hey, if money is no object, and you want it, there's always someone
willing to make a buck on his fellow ham!
I think I will either get a 51J-3 or 4! Very good advice Richard!!

I called someone advertising a 51J-4 but they wanted $500 !!
(That's too much in my opinion!!)

73..................Glenn  N2BJG  gfiner@nms.com





From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mknudsen@lucent.com
Subject: RE: Alternate to 51S-1
Message-ID: <9610071554.AA00343@bock.ih.lucent.com>

Actually, I think nice J3s and J4s are more like $400-$500 now,
but still a third or less of a nice 51S1, so your point is well taken.
It's hard to imagine the 51S1 outperforming the 51J4 by much,
tho more modern tubes probably help a lot.

As for style, the J series looks like the 75A series, which
can't be too bad :-)

Someone posted a while back that the 51S1 suffers from a lack of
flexibility, and not enuf knobs.  You switch to AM mode,
you get whatever filter is in the AM socket, period, and fast AGC, etc.
As Collin's last general coverage rx, the 51S1 is worthy,
but I have yet to play with a live one or look under the hood
so will say no more.  73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: "Rick Blank" <rblank@legend.txdirect.net>
Subject: RE: Alternate to 51S-1
Message-ID: <199610071919.OAA29054@legend.txdirect.net>

> Actually, I think nice J3s and J4s are more like $400-$500 now,
> but still a third or less of a nice 51S1, so your point is well taken.
> It's hard to imagine the 51S1 outperforming the 51J4 by much,
> tho more modern tubes probably help a lot.

It seems as if R-388/51J-3's go for $200 to $300 in decent shape, 
R-388A/51J-4's $300 to $400, $500 if in exceptional shape...at least 
that seems to be the prevalent prices around here...

Occasionally the S-1's do turn up for low prices, but, you better be living 
right and ready to pounce!

The one area where the S-1 outperforms the J-4 is in receiving 
SSB...the J-4 isn't bad as it is, but, it's not really designed for 
it the way the S-1 was.  Also, the rejection notch on my S-1 seems to 
work nicely.  I also like the band segments of the J-4, the S-1 is 
like the  R-390 series and it always seems like a chore to go from 
end of a  band to another band when SWL'ing....

> 
> As for style, the J series looks like the 75A series, which
> can't be too bad :-)
>

Unless the S-1 is mounted in a rack, it also takes up less real 
estate on the desk than the J-4... 
 
> Someone posted a while back that the 51S1 suffers from a lack of
> flexibility, and not enuf knobs.  You switch to AM mode,
> you get whatever filter is in the AM socket, period, and fast AGC, etc.
> As Collin's last general coverage rx, the 51S1 is worthy,
> but I have yet to play with a live one or look under the hood
> so will say no more.  73, mike k aa9rg

Yep, and the LC network in the S-1 somtimes seems too wide for AM use 
and SWL'ing without heterodynes,  that's why there was a retrofit to 
install a mechanincal filter in the S-1.... so basically the conclusion should 
be dependent on what mode you want to listen to, if SSB is of high 
priority, the the S-1 comes out the winner...if AM is important, the 
J-4 is a better selection, this is assuming, of course, that you 
aren't using any kind of outboard sideband slicer or converter on the 
J-4 and that both radios are in stock condition...

The 51S-1 is an amazingly competent receiver and compared to any of 
the competition from Hallicrafters, Hammarlund, or  National, was 
unequaled in capabilities until the National HRO-500...no other 
general coverage AM/CW/SSB had an accurate 1kc dial resoloution, 
or the mechanincal SSB and CW filters, or the level of quality in 
construction that was exhibited in the 51S-1.  The radio is still 
useable today in ham or SWL service. 

After using Collins radios for a while and then going back to say the 
HQ-180A, I find that I really miss the 1kc dial resoloution when 
trying to find SW stations...I have even used a Collins to find a 
station and the tuned a National HRO-60 or NC-183D to that 
station....find them with a Collins, listen to 'em with a National.....

When you consider that the newest solid state general coverage 
receivers from Drake, Kenwood, or Icom cost as much or more than a 
used 51S-1 and they will only go down in value while the S-1 should 
at least hold it's own, it's not really that bad of an investment to 
own a Collins....for example, the Drake R-8 was around $900 when it 
was new, now those radios are selling for $500 to $575...I have an 
Icom R-71A that I bought used for $500...spent $200 on repairs 2 
years ago, and now it's suffering from desensitization problems 
again, what's it worth?  A buddy also has an R71A and has $1200 in 
all the accessories, filters, etc., that's in it and he can't get $600 
for it....I guess it's all a matter of relativity...but Collins gear 
(at least at the present) isn't just a hole in the ground that you 
throw money into!

These are just my opinions, and you know what is said about opinions!

73 es CUL

 
Rick Blank, KI5SL             ki5sl@txdirect.net
2223 Blanco Road              
San Antonio, Texas 78212


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mknudsen@lucent.com
Subject: Re: Another Ranger Question
Message-ID: <9610071602.AA00361@bock.ih.lucent.com>

Well, I know the Viking II uses a standard MFP xtal socket
for its 115 VAC output to the relay.
Wonder how many xtals and VFOs have been sacrficed to that
designer's choice of socket type?  73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: "William B. Ross" <billross@txdirect.net>
Subject: Re: Another Ranger Question (What about Question 2?)
Message-ID: <3258910A.1018@txdirect.net>

I have been frantically looking for my Ranger book on this and haven't
found it.  But as I remeber it there is a tube to the left of the VFO
that actually keys it and there is an associated coil to adjust that
sets the level for keying.  That coil slug should be adjusted to assure
positive keying on transmit but allow the VFO to shut off during
receive.

Come on, someone with a Ranger book.  Fill us in on this.

	Bill K5LLK


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Steve Ellington <n4lq@iglou.com>
Subject: Re: Another Ranger Question (What about Question 2?)
Message-ID: <Pine.GSO.3.93.961007074933.23872B-100000@iglou1>

Early Rangers used cathode keying and did not have this adjustment. Later
versions added the timed sequence keying feature which consisted of  a
small chassis next to the vfo , suspended by 3 post. On it were 2 tubes
and a pot. The pot is adjusted by putting the rig in cw mode, turning the
pot clockwise until the rig key itself then turning counterclockwise until
it unkeys. 

This system keys the vfo first then keys the other stages after the "big
chirp" is finished. It also keeps the vfo running for a short time after
the rig is unkeyed, again to avoid transmitting the chirp. I can hear the
chirpy vfo down under my main signal on my monitor receiver. I'm sure glad
I'm not transmitting that mess! 

Ranger VFO's are very critical as to mechanical stability. Be sure you
have all the screws in their place and that they are tight. Commonly, the
screws on the top front cover of the vfo are missing because they can't be
removed without pulling the entire vfo cover/box off which first requires
re;moving the entire front panel. Imagine that! To replace the tubes in
the vfo, you must remove the entire front panel and vfo cover assy. What a
mess! Leaving out the 2 screws eliminates that problem but causes
horrible vfo instability.




> I have been frantically looking for my Ranger book on this and haven't
> found it.  But as I remeber it there is a tube to the left of the VFO
> that actually keys it and there is an associated coil to adjust that
> sets the level for keying.  That coil slug should be adjusted to assure
> positive keying on transmit but allow the VFO to shut off during
> receive.





Steve Ellington N4LQ@IGLOU.COM  Louisville, Ky 



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mknudsen@lucent.com
Subject: Re: Another Ranger Question (What about Question 2?)
Message-ID: <9610071618.AA00374@bock.ih.lucent.com>

I just got a Ranger yesterday, not working yet, with zeroxes of the manual
and ad flyer.

It seems there are early and late Rangers, where the early models
lack the little keyer subchassis on the upper left.  My photos
and one schematic don't show it (V13 and V14, 6AL5 and 12Au/x7),
but my rig has it and another schematic does show it,
and the text describes it.  An early rig may indeed not key the VFO.

And owners (in some cases, bulders) may have modified how many stages
get keyed.

The manual describes how to add the 2nd 6CL6 tot he Spot function,
in case you want *more* spotting signal to your rx (instead of upgrading
from crystal detector to regenerative rx?), and maybe you can also
rewire the switch to omit the 1st 6CL6 from Spot.

Anyway, check your rig for the subchassis, and check what stages are
getting keying bias.

BTW, is that 6AQ5 clamp tube supposed to work?  When I rotate the
switch thru Phone to get to Standby, the plate meter goes TINK!
Lucky I got a couple spare 6146s with the rig..... 73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mknudsen@lucent.com
Subject: Re: Another Ranger Question (What about Question 2?)
Message-ID: <9610071822.AA00436@bock.ih.lucent.com>

Don't have my Ranger sheaf-o-copies here, but mine has the keyer
tube and bias rectifier on a separate subchassis deck just left
of VFO.  There's a big trim pot on it, presumably for the keyer
level (I just got it yesterday, ahven't had time to really study up on
how everything works).  There does seem to be a coil slug in the main chassis
about where you say.

I think earlier Rangers did not have the subchassis.
It sure makes it hard to replace or even see a tube or two under it.
My subhcassis also has a heavy-duty relay on it, but not in
the antenna circuit.  Maybe it's a VOX and not a keyer?
Right, a VOX on an AM rig, but hey, I tried it on my DX-40
when I was a kid (strictly outboard, no hacks to the rig :-)
73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Jeffrey Herman <jherman@hawaii.edu>
Subject: AT-1 wanted
Message-ID: <Pine.GSO.3.93.961007103208.27725F-100000@uhunix3>

Someone on the QRP list would like to buy an AT-1 to go with his
DX-35. Thought I saw one advertised on here a couple days ago.
If you've got one please write to alexm@pennwell.com.

73 from Hawaii,
Jeff KH2PZ / KH6
DX-15, Galaxy GT-550



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: afpgreg@state.me.us (Paul V. Gregory)
Subject: Attn: Key gurus
Message-ID: <199610071646.MAA27754@gatekeeper.ddp.state.me.us>

        Ahoy, 
        Gotta short question. Was smitten by a bug seen at Hosstraders.  A
black-based  vibroplex which came in sexy leather/leatherette box,
felt-lined inside. Box had decals, "Northwest Airlines" affixed. 
        Action seemed nice on bug....Condition not terribly clean but complete. 
        Any gurus know vintage/value/volume of this bug?  I'm not a
collector per se, but this one won my heart. 
        pls email direct at afpgreg@state.me.us
                                        tnx es 7 3 de KB1AOC, Paul 



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: TEKOCH@aol.com
Subject: BA in England!
Message-ID: <961007085151_538151746@emout05.mail.aol.com>

I will be in England, primarily London, on business the last week of October
and the first week of November.  Does anyone know of any BA places of
interest in that area.

Tom Koch - W4UOC
Atlanta, GA
tekoch@aol.com


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Brian Carling" <bry@mail1.mnsinc.com>
Subject: Re: BA in England!
Message-ID: <199610072128.RAA14118@user2.mnsinc.com>

Hello chaps.
PLEASE e-mail copies of any information about this topic that is 
flying back & forth. I will make the information available on the 
MEGALIST file!

73 de G3XLQ / AF4K, Bry

> From:          TEKOCH@aol.com\

> I will be in England, primarily London, on business the last week of October
> and the first week of November.  Does anyone know of any BA places of
> interest in that area.
> 
> Tom Koch - W4UOC
> Atlanta, GA
> tekoch@aol.com
> 
> 
Brian Carling in Gaithersburg, Maryland, USA
bry@mnsinc.com
http://www.mnsinc.com/bry/


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: rdkeys@csemail.cropsci.ncsu.edu
Subject: BA/GB net frolics this weekend
Message-ID: <9610071603.AA106206@csemail.cropsci.ncsu.edu>

Well, Friday was a bit dead, but the usual crew was there from east of
the Rockies, and WS4S kept the brass hot until well past midnight.
That was one of the longest CW QSO's I have had in a great while --- 3 hours
of hot 'n  heavy BA discussions.  The contacts on the bug were warm!
Saturday was much better, with a good cold snap heading south, and a lot
of folks were there, some not heard since last year.  Grandma Hartley
was up and running at 2 watts and made a few QSO's.  So, glad all you
BA/GB folks wats burned them thar ether holes this fine weekend were able
to join in.  The DEEX were also up, since EU stns were 579 on 80, no less.
160 was fair, but I need to get the long wire up again for that.  Hurrycane
Fran knocked that down.  Will look fer another goodly crew aboard the watch
again, tonght.  73/ZUT DE NA4G/Bob UP



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: dgibbs@rational.com
Subject: Re: Belton Comments 
Message-ID: <Chameleon.961006131055.dgibbs@>

Greetings all,

---------------Original Message---------------

>RME-70 with DB-20 preselector in very good shape (around $350) and
>National NC-57. Otherwsie nice NC-173 which had been refinished in
>black wrinkle (with no control markings restored).   HT-32A in
>beautiful condition (sold), very nice looking HT-37 that hadn't sold
>when I left.. Ranger I with "audio problem" that went for $60.  Nice
>Hallicarafters S-40R.  SX-73 built by HAMMARLUND that I almost bit
>on (for $225 or so) -- but the front panel was only so-so, slightly
>bent, and I'd have been shot by the spouse in any event.
>
>Grant/NQ5T

Huh?  I've never know Hammarlund to make these.  I know that 
Hammarlund made SP-600s/R274s.  I also know that Hallicrafters made
SX-73s that were also known as R274s.

But was this REALLY an SX-73 made by Hammarlund, or was it an
SP-600?  Inquiring minds want to know....

Dennis




From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: "Grant Youngman" <nq5t@gte.net>
Subject: Re: Belton Comments 
Message-ID: <199610061902.OAA10416@mail1.gte.net>


> But was this REALLY an SX-73 made by Hammarlund, or was it an
> SP-600?  Inquiring minds want to know....

It was a real live SX-73/R274  with a Hammarlund manufacturers tag right on 
the front panel.  I didn't believe at first either.

Grant

-----------------------------------
Grant Youngman / NQ5T

nq5t@gte.net
http://home1.gte.net/nq5t/index.htm

Double Oak, TX -- nr Dallas
-----------------------------------


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Bill Sorsby <bill.sorsby@dlep1.itg.ti.com>
Subject: Re: Belton Comments
Message-ID: <199610070427.XAA27227@dlep1.itg.ti.com>

At 12:40 PM 10/6/96 -0500, Grant Youngman wrote:
>
>> Outrageous:
>> - CE-20A, CE-458 VFO, cute off-brand 4-807/1625 amp in CE-20A case, g, $500
>> - B&W 5100 with 51SB, p-f, $400 (Seller claimed it to be worth $800.)
>
>That amp with the 20A was either a P&H LA-400 or CE 600L. But, the
>price WAS outrageous even given the relatively nice appearance of the
>gear.  And the same 5100/51SB was at Belton last April, too. 


Thanks for refreshing my memory.  The amp was the P&H LA-400.  I'd not seen
or heard of one before.  As for the 5100/51SB, I'd wondered whether this
wasn't the same one we saw in April.


Regards,
Bill Sorsby, N5BU       bill.sorsby@dlep1.itg.ti.com
Grapevine, TX 76051



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Sorsby@aol.com
Subject: Re:  Belton Comments
Message-ID: <961007012150_538075624@emout15.mail.aol.com>

At 12:40 PM 10/6/96 -0500, Grant Youngman wrote:
>
>> Outrageous:
>> - CE-20A, CE-458 VFO, cute off-brand 4-807/1625 amp in CE-20A case, g,
$500
>> - B&W 5100 with 51SB, p-f, $400 (Seller claimed it to be worth $800.)
>
>That amp with the 20A was either a P&H LA-400 or CE 600L. But, the
>price WAS outrageous even given the relatively nice appearance of the
>gear.  And the same 5100/51SB was at Belton last April, too. 


Thanks for refreshing my memory, Grant.  The amp was the P&H LA-400.  I'd not
seen or heard of one before.  As for the 5100/51SB, I'd wondered whether this
wasn't the same one we saw in April.


Regards,
Bill Sorsby, N5BU



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: kilgore@dev.tivoli.com (Jeff Kilgore)
Subject: Belton summary and manuals needed
Message-ID: <9610071732.AA14445@wichita.tivoli.com>

I saw several items that caught my eye, but several I thought
were too high for the condition. Ron Follmar had a 51-J4 that I 
kept going back to look at. He wanted $325 for it. It had three 
mechanical filters, and I think would be a nice unit with some
work. The dial drum cord needed restringing, the inside was fairly
dirty, and the fron panel needed some restoration. It probably wasn't
a bad deal at $325, but with stuff still sitting awaiting
work here, I didn't feel up to investing that much in a project when 
I have no idea of when I might actually get around to it.

Several other interesting items that I also finally decided against:

Collins R390 - nice cosmetically, very smooth tuning, with some type
of unknown RF problem. $200, but again I don't really need another
project right now.

HQ-200 - Supposedly "new out of the box", and it did look it. Very
nice, but it's a bit late in the era (too much sand state in it), and
at $375 I resisted.

Others have posted some good summaries, so I won't repeat them.

I did end up buying a few items:

Johnson Challenger - my very first transmitter from 25 years ago! Missing
three tubes, supposedly ok otherwise. Very nice front panel, meter, and
knobs, clean chassis. Cabinet has been refinished, but done very nicely.
No scratches, except for one at the back of the cabinet that it picked up
on the way home. Paid $50.

Tek 465M scope - I just couldn't resist this one. I'm not that up on later
Tek scopes, but this seems to be a very nice 100-MHz dual-trace portable
scope. Works fine, and cosmetically very nice. I paid $300, and don't really
know if this was too high or not, but I like it very much and am quite
pleased, so I guess I did ok. Doe anyone know much about the 465 or 465M?
By the way, I am looking for a manual or copy for this.

Tek 191 signal generator - Clean, works very well, nice and stable. At $70,
a big improvement over my EICO 324 that I had been relying on. Again,
I am looking for a manual or copy.

HP 241A sig gen, 10 Hz to 999 kHz - Fairly clean, haven't had a chance to fire
it up yet, but at $25 how could I pass it up? Again, looking for a manual
or copy.

A nice Silvertone carrying case, minus handle, full of about 300 tubes.
Some oddball tubes in here, but quite a number of useful ones too. A good 
deal from Don Reaves at $10 or $20. ( I can't recall which I paid.)

And some assorted parts.

73,
Jeff Kilgore


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Glenn Finerman <GFINER@nms.com>
Subject: re: Browning Eagle
Message-ID: <s258d8ba.011@nms.com>

I've seen R27 / S23 pair at local hamfests selling for around $150.00
but in my opinion these are not as desirable as the MKII and MKIII series.
That would be a fair price if the units are in excellent condition.

PS, I'm still looking for a MKII or MKIII set. If anyone knows of one for sale
please E-mail me with the details.
Thank you

re:>A local,  one-owner Browning-Eagle set has come available.  The
>receiver is the Eagle R-27 and the transmiter is the Eagle S-23.
>These pieces came complete with the original shipping boxes.
>I remember that the Browning-Eagle was considered the very best in
>CB equipment of that time.  
>Could anyone tell me if they are of interest to boatanchor collectors.
>The owner bought the pair back in 1965 for $359.00.


73............Glenn N2BJG  gfiner@nms.com



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: KA9EGW@aol.com
Subject: Chicago BA 2m FM net--yes or no?
Message-ID: <961006234806_120290570@emout13.mail.aol.com>

any Chicago area BAers intrested in starting a 2m FM net to discuss BAs?

e-mail KA9EGW@aol.com


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: rdkeys@csemail.cropsci.ncsu.edu
Subject: Collins BA's also welcome on 3579R545KHZ
Message-ID: <9610071612.AA106219@csemail.cropsci.ncsu.edu>

I know all ye fine Collins fellers like to 'ear that notable Art Collins sound
on 75 meters, but yer surely most welcome ta rattle 'an' bang on the ol brass
shooting irons down on 3579R545KHZ, at about 83R81 metres.  Ol' Art, himself
were pretty good on the brass, an' his gear should run it well, too.

73/ZUT DE NA4G/Bob UP

p.s. If ye wants ta lookiesee at Art's fine station, try the frontispiece
     o' de '28 Handbook.....(:+}}.....



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Spencer Petri <spetri@e-tex.com>
Subject: Dan's Small Parts
Message-ID: <m0vALfR-0002HGC@e-tex.com>

Believe I saw a posting hee a few days back about the demise of Dan's Small
Parts.  Just got a package from him today. The reports of his demise must be
exaggerated?

73 de Pete  WA5JCI



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Brian Carling" <bry@mail1.mnsinc.com>
Subject: Re: Dan's Small Parts
Message-ID: <199610072128.RAA14141@user2.mnsinc.com>

I heard that he was back in business!

> Date:          Mon, 7 Oct 1996 14:50:00 -0500 (CDT)
> Reply-to:      spetri@e-tex.com
> From:          Spencer Petri <spetri@e-tex.com>
> To:            Multiple recipients of list <boatanchors@theporch.com>
> Subject:       Dan's Small Parts

> Believe I saw a posting hee a few days back about the demise of Dan's Small
> Parts.  Just got a package from him today. The reports of his demise must be
> exaggerated?
> 
> 73 de Pete  WA5JCI
> 
> 
> 
Brian Carling in Gaithersburg, Maryland, USA
bry@mnsinc.com
http://www.mnsinc.com/bry/


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Andy Wallace <wallace@mc.com>
Subject: Drake net Sat 3865 8 PM Eastern
Message-ID: <9610072132.AA04795@training6>

Hi, Folks. I just wanted to remind everyone of the Drake
swap net which is on Saturday nights at 8 p.m. Eastern
on 3865 LSB. 

Last Saturday's net had some chatting going on
afterwards between Don, WZ8O (the net's founder)
and John Chenoweth, W8CAE. I've heard John talking
in that mess on 3894.5 and I'm glad he ventured down
to '65 to say hello. There was an article about John
in an issue of Electric Radio some years back. He 
was one of the managers back in the 1-A days and he
was talking about that on the air. Don asked him
to stop in again next weekend, and I hope he does!

John was using a Drake TR-4 into a homebrew amp
-- grid coupled, pair of 808s built on a cigar box,
he said! He said there was a big power resistor 
in the rig that he suspended in a can "of the oil
my wife used to cook french fries." Sounds like
quite a character. 

Bless the old-timers!

73,
--Andy
wallace@mc.com

P.S. Anyone got Don or John's email address?


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: nielw@ix.netcom.com (Niel Wiegand)
Subject: Drake T4XB Question.
Message-ID: <199610080019.RAA18107@dfw-ix8.ix.netcom.com>

I bought a Drake B-Line at Belton this past weekend. 

I've a question on the T4XB. Mine has two unlabled phono connectors 
directly below the rcvr ant connector and next to the pwr connector. 
These connectors must be jumpered in order for the rig to work. They 
appear to be factory original. The manual shows these holes as 
blank/empty.

Any idea of the function? Transverter output?

73, Niel - WA5VLZ


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Spencer Petri <spetri@e-tex.com>
Subject: Drake TR4/PS/VFO
Message-ID: <m0vANlD-0002FCC@e-tex.com>

There is the above items for auction at www.ebay.com/aw, click listings,
then consumer electronics.  Auction over today, no bids yet, opening at
$150. Not mine!!

73 de Pete  WA5JCI

"no connection to nothing"



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: howellh@winthrop.edu
Subject: Eico 722 VFO
Message-ID: <96100709561074@winthrop.edu>


WINTHROP UNIVERSITY                               Electronic Mail Message
                                        Date:     07-Oct-1996 09:50am EDT
                                        From:     Haney Howell
                                                  HOWELLH
                                        Dept:     Mass Communication
                                        Tel No:   323-4534

TO:  Remote Addressee                     ( _smtp%"boatanchors@theporch.com" )


Subject: Eico 722 VFO

Picked up an Eico 722 VFO over the weekend.  Would you believe whoever started 
the kit never finished it?  All of the hardware, coils, tubes, etc. are 
installed but none of the point-to-point wiring, resistors, caps, etc.  I have 
most of the parts, but need some direction on a few.  It calls for four ceramic 
types... a 110mmf, 27mmf, 10mmf and 22mmf.  Also one 300v mica at .001 mfd at 
1%.  Being a VFO, I figure some of these might be critical.  What would you 
suggest for reasonable substitutions?

I also got the construction and instruction manual with it.  Would be glad to 
copy same for others who might need them.  

Now to run down a decent version of the transmitter!

Haney  <howellh@winthrop.edu>


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Terry Dobler  KJ7F <kj7f@micron.net>
Subject: Forward - FS: BA VHF 
Message-ID: <2.2.16.19961006213838.2e0f6bd4@micron.net>

Note:

This list has been forwarded from another list since it involves
BA equipment.   Contact the author NOT ME!

Terry  KJ7F

-----------------------------------------------------------------

I've some old boat anchors, make offers.

1. Ameco CN144  2M nuvistor converter  14MHz IF

2. Tapetone 2M converter 417A RF stage, 14MHz IF

3. Tapetone  220 MHz  converter  417A  RF stage, 50MHz IF

They are all complete and were working when I last used about 10 years
ago!

73; Carl  KM1H  km1h@juno.com 

kj7f@micron.net  (Boise, Idaho)  http://netnow.micron.net/~kj7f



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mack@mails.imed.com
Subject: Forward For Sale
Message-ID: <9609078447.AA844704645@mails.imed.com>

I found this on the VHF reflector.  Please e-mail Carl, not me.
---------------------------------------------------------------
Ive some old boat anchors, make offers.

1. Ameco CN144  2M nuvistor converter  14MHz IF

2. Tapetone 2M converter 417A RF stage, 14MHz IF

3. Tapetone  220 MHz  converter  417A  RF stage, 50MHz IF

They are all complete and were working when I last used about 10 years 
ago!

73; Carl  KM1H  
---------------------------------------------------------------------

his e-mail is: km1h@juno.com

----------------------------------------------------------------------

Ray Mack
WD5IFS
mack@mails.imed.com
Friendswood (Houston), TX



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Andy Howard, WA4KCY" <102452.362@CompuServe.COM>
Subject: FS Big BA Transformer Set, Tubes
Message-ID: <961008010426_102452.362_DHT82-1@CompuServe.COM>

For Sale: Transformers for rock crusher AM transmitter. 
Plate: 3850 @ 1 amp. CCS
Modulation: 4-400's to 4-400's Hermetically sealed
Modulation Reactor: 50 hy. @ .670 amp, 80 ohms
High Voltage Choke: 1 amp @ 10,000 volts, inductance not known
Pickup only in Carrollton, Georgia if interested. Offers?

EL34 tubes (RCA NOS) Modulators for Heath Apache and others - $18 each shipped
 (AES $25.30)
7027A tubes (Sylvania NOS). Modulators for Ranger II and others - $30 each
shipped
 (AES  $43.10)

Andy, WA4KCY

 



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: John Kitchens <kitchens@earthlink.net>
Subject: fs hq-170
Message-ID: <199610070156.SAA15117@spain.it.earthlink.net>

I have an HQ-170, no clock, that is in good to excellent condition - it even
works.  Needs a good home as I no longer have a use for it, but I am not
sure how much it works.  If you would like it, make an offer that would
include shipping, and it will be yours. 

Thanks,

John, NS6X



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: CADV16@aol.com
Subject: FS: Collins KWM-380
Message-ID: <961006135737_326658582@emout06.mail.aol.com>

I'm thinking of selling a Collins KWM-380.  It has ALL 18 factory service
bulletins installed with the optional noise blanker and speach processor.
 Also includes optional cooling fans and original SM-280 mic.  Open to
serious offers.  The radio is in 10+ condition, collector quality.  Contact:
Elliott Klein / KJ7KH  Collins Collectors Assoc. #54 / E-Mail: CADV16@AOL.COM
or call (602) 991-0575.  Thank You!


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Bob Rolfness <rsrolfne@atnet.net>
Subject: FS: Misc.
Message-ID: <32582B7C.4A5D@atnet.net>

1.   2.1 KW Adjustable Transformer [VARIAC].  120 volt 60 Hz, Single 
     Phase In.  Unit is mounted in a factory desk top enclosure.  Very 
     nice, but heavey.  $60

2.   1.0 KW Adjustable Transformer [VARIAC].  120 Volt 60 Hz, Single 
     phase  In.  Excellent Condition.  $40

3.   350 Watt Ajustable Transformer [VARIAC].  120 Volt 60 Hz, Single
     phase in.  $25

4.   Hickok Model 288X "Universal Crysatl Controlled Singal Generator". 
     Unit looks complete and good physically, haven't tried it.  
     Think will need good cleaning inside as just came in from 
     the attic storage.  $60

5.   EICO Model 723 60 Watt CW only Novice transmitter.  $50

6.   EICO Model 710 Grid Dip Oscillator, with all coils in their
     original storage box.  $25

Item cost, plus UPS.  Also open to offers and trades, etc.

73's  Bob  W7VZX

Bob Rolfness
2327 Malaga Drive NE
Moses Lake, WA 98837
(509) 765-4721 Voice
(509) 766-7277 Fax/Data


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Karan Lee Carruth <klccarru@tenet.edu>
Subject: FS: Surplus Conversion Manuals
Message-ID: <Pine.OSF.3.91.961007183444.608A-100000@Joyce-Perkins.tenet.edu>



For sale:

     Surplus Radio Conversion Manual, Volume 1, 1948
        Good condition
     Surplus Radio Conversion Manual, Volume 1, 1948    Set  $30.00
        Cover worn but otherwise good       

     Surplus Radio Conversion Manual, Volume 1, 1960         $15.00
        Same as 1948 edition but later printing and
        saddle stitched binding

Prices include shipping in CONUS.  

Lenox, WA5OVG
klccarru@tenet.edu



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Kevin McDonald <kevin.mcdonald@tivoli.com>
Subject: Fun at Belton
Message-ID: <3259447A.114E@tivoli.com>

Belton was again a great place to wade through the BA's.

S-76/R-46 $100 very nice shape, works well. Interesting 
that this is the first of the 1650/50KC dual conversion 
Hallicrafters. Also interesting to trace the line as more 
circuits were added through the SX-101 etc. Need to get 
some replica grill cloth for the speaker as hot red velvet 
just isn't quite right!

8G005H Trans-Oceanic (1946-49) $65 Never paid much attention 
to these but looked good (and different) and at that price I 
decided to try a 'TO' out. Very nice shape with all 
accessories. Deoxit on the band switch got the unit up and 
running but there is a pretty severe low frequency distortion 
on the audio - I need to pluck the chassis out of it. I think 
I'll find some nasty caps in there. I least I hope so as 
certainly don't have any spare loctal 1 volt tubes around!

BC-348-Q $35 The front cleaned up nicely but the knobs need 
repainted and 4 tubes. Very clean inside and has original 
wiring in place for my orphaned DM-28-H. Hope it fires up!

Eico 950-B $25 Fires up and works fine on the cap leakage 
test. These units go up to about 450 volts on the leakage 
test and really work well. I used to think resistance 
measurements were useful for testing caps - I was way wrong!

3 large boxes with hundreds of BA type tubes from Don Reaves.
what a great find!

Military conversion manuals I and II $30 - I actually was 
looking these - XMAS came early for me at Belton!

Kevin N5OJF


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: SP600@aol.com
Subject: HAMMARLUND COLLECTOR HOME PAGE
Message-ID: <961006215200_327040572@emout10.mail.aol.com>

Hello all,

 Well I have just finished my first attempt at a home page. It has pictures
of all of my many different pieces of Hammarlund gear I have. Still need to
take more pictures to add. Please take a look your comments are welcome.


                                Charlie N9SOR

                  //////////HAMMARLUND COLLECTOR\\\\\\\\\\


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: SP600@aol.com
Subject: hammarlund home page
Message-ID: <961006215840_203780302@emout06.mail.aol.com>

Sorry,

 The internet loc is http://home.aol.com/sp600.



                                   Charlie   N9SOR

               //////////HAMMARLUND COLLECTOR\\\\\\\\\\


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: "B. D. Hall" <BDHall@ghgcorp.com>
Subject: Hammarlund Pro-310
Message-ID: <32594B40.4B45@ghgcorp.com>

Hi folks...

Recently aquired a Hammarlund Pro-310.  It is a really funky design, with 
a horizontal scale somewhat like a Collins 75A4 kind-of, rotary turret 
bandswitching, separate PS, IF, and one other chassis...  Tuning is 
accomplished with belts...  Can anyone provide details why only 1000 were 
made?  Why did H'lund make this thing so funky?  Was this thing some sort 
of engineering flop?  It looks like it was meant to be a serious 
receiver, as it has an Xtal calibrator, BFO, and the works.

BTW, anyone got a case?  Mine is missing the case.  (fat chance I know, 
but I gotta ask.)  I am thinking of cleaning it up and then making a case 
out of Plexiglass or something...  Anyone got a manual they wouldn't mind 
copying?  I'll reimburse photocopy/mailing expenses...

Thanks and 73,
Ben
-- 
***********************************************
* Benjamin D. Hall, Houston Texas             *
* BDHall@GHGCorp.com BHall@GP802.jsc.nasa.gov *
***********************************************



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Benjamin D. Hall" <bdhall@ghgcorp.com>
Subject: Hammarlund Pro-310, stuff for sale, etc...
Message-ID: <3259B1E7.3701@ghgcorp.com>

Greetings fellow fine firebottle fanatics!

Got up the nerve to plug in the Hammarlund Pro-310 and low and behold it 
works.  Poor sensitivity on some bands at first, but that has gone away 
now that I have had it on for awhile.  Got to get to work on the tuning 
belts, they are too loose and full of slack.  I'm not sure if I beleive 
the hype that it is one of H'lund's engineering triumphs, but time will 
tell.  It seems to have nice audio, and the selectable bandwidth works 
well.  Seems to have okay sensitivity.  More to come when I have time.

I've had a few offers on the stuff for sale, and I'd like to mention 
that I've got firm offers on the Tek plugins, the Tek scope, and the 
power supplies.  On the NC-100A and the HQ-140-XA, feel free to make an 
offer if you think the price is too high.

Thanks and 73,
Ben
-- 
----------------------------------------------------------------------
 From the computer of            | Collector of fine firebottle
 Benjamin D. Hall, Houston Texas | equipment, as well as other things
 BDHall@GHGCorp.com -or-         | involving Earth, Air, Water, and
 BHall@GP802.JSC.NASA.gov        | Fire.     
---------------------------------------------------------------------- 
 "When you clock the human race with the stopwatch of history, it's a
 new record every time."





From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: John Shriver <jas@shiva.com>
Subject: Re: Hammarlund Stuck Coils, continued..
Message-ID: <199610071526.LAA04198@shiva-dev.shiva.com>

Yes, I suspect that replacing slugs can change the characteristics of
the coil/transformer.  My last job, from the company's prior
instantiation, there were drawers full of various different slugs.
Not only were there different sizes (diameter and length), there were
also different ferrite materials.  I have no idea what the differences
were, and the drawers' contents were long since pied by too many
moves.

There must be some company that still makes these things, and has a
catalog.  

Of course, then we'd have to figure out how to determine the
characterstics of a smashed slug...


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Jim Garland W8ZR <4CX250B@miavx1.acs.muohio.edu>
Subject: Help! Problem with MOV's
Message-ID: <v03007804ae7dfcef7968@[134.53.65.12]>

Hi Gang,

Here's a problem I wonder if anyone else has noticed. I've been
refurbishing a couple of 30L-1 amplifiers (one wing emblem, one round), and
as a precaution I soldered a couple of 150V MOV surge arrestors from each
side of the AC line to ground.  Now, when I plug either amplifier into the
AC line, the house circuit breaker trips. The circuit breaker is a GFI
type, and it is apparently tripping because of leakage current through the
MOVS.  I checked the resistance to ground through the MOVS and it checked
infinite. However, the meter "kicked" when first connected, like a
capacitor was charging. I'm wondering if there is a residual resistance in
an MOV when voltage is first applied, which then increases to infinity
after a fraction of a second. Such behavior would explain my symptom.
Anybody else noticed such an effect? Normally one wouldn't notice the
problem, since most times a GFI circuit breaker isn't used in a hamshack.
(I'm in a new QTH and the wiring is a bit strange.) Thanks,
Jim W8ZR




From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: jeffa@ix.netcom.com (Jeff Anderson)
Subject: Re:  Help! Problem with MOV's
Message-ID: <199610070055.RAA25327@dfw-ix4.ix.netcom.com>

Jim wrote: 

>...
>as a precaution I soldered a couple of 150V MOV surge arrestors from
>each side of the AC line to ground.  Now, when I plug either amplifier
>into the AC line, the house circuit breaker trips. 

Jim,

I'm first going to assume that the voltage rating on a 150V MOV is 
*peak* voltage.  If this is the case, then you need to use a higher 
voltage MOV.  This is because the peak voltage on an AC line (assuming 
120 VAC) is about 170 VAC (= rms * sqrt(2)).  As 190 v is greater than 
150 v, the MOV is going to clamp and blow your fuse.  To be safe, 
assume that the max AC RMS is 135 VAC (and that therefore the max peak 
voltage is about 190 volts).  This would equate to a 200 volt MOV 
(usually rated at a min Vbr of 190 v and max Vbr of 210 v).

Of course, you may not need MOV's at all.  I'm not sure there's 
anything delicate in a 30L1 that needs to be protected from 
transients...

- Jeff, WA6AHL


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mknudsen@lucent.com
Subject: Re:  Help! Problem with MOV's
Message-ID: <9610071810.AA00425@bock.ih.lucent.com>

Someone earlier suggested that the best use of MOVs in ham gear
is to put one across the transformer primary.  Aside from transient
protection, this reduces arcing when you turn off the power switch,
and preventing it from wearing out or welding shut (as sometimes happens
on R390s).

GFCI breakers are probably not desireable in a ham shack.
They'll protect you from getting "bit" by leaky or oversized bypass
caps and line filters (and may trip all the time once you ground the chassis),
but won't save you from your DC power supplies.  73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: anders@autopsy.corp.sgi.com (Greg Anders)
Subject: Re: Help! Problem with MOV's
Message-ID: <9610071143.ZM9914@autopsy.corp.sgi.com>

On Oct 7,  1:11pm, mknudsen@lucent.com wrote:
> GFCI breakers are probably not desireable in a ham shack.
> They'll protect you from getting "bit" by leaky or oversized bypass
> caps and line filters (and may trip all the time once you ground the
chassis),
> but won't save you from your DC power supplies.  73, mike k aa9rg
>-- End of excerpt from mknudsen@lucent.com

>>>>>>>> I can attest to your final comment.  I recently built a new hamshack
	room in my garage.  Local code required GFCI protection for any circuit
	in a grage, kitchen or bathroom.  After completing the room I started
	moving my BAs in.  I took great care in the design to include a station
	grounding bus comsisting of 3/4 copper pipe around the periphery of the
	room connected to four 10 ft. ground rods with 6' of 4 inch copper
	strap.  Each chassis is grounded. As I connected the BAs (20+pieces so
          far) the GFCI started tripping intermittently.  The rate of trip
                increased as more BAs were installed.  After two days of
frustration
	I ripped out the GFCI... BTW, before deciding to eliminate the GFCI
	I replaced line bypass caps where defective, still the breaker tripped.





From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Barry L. Ornitz" <u856010@eastman.com>
Subject: RE: Help! Problem with MOV's (GFCI's)
Message-ID: <Pine.ULT.3.91.961007174404.23484A-100000@dua150.kpt.emn.com>

Jim Garland, W8ZR, noted that he had a problem with ground-fault circuit
interruptors after installing metal oxide varistors in hs amplifier.  He
asked how much current they should draw at 120 volts and also noted that
when performing a resistance reading on the MOV's, the meter needle
kicked. 

MOV's are normally rated for the RMS voltage they can withstand without
excessive conduction.  Thus a 130 volt MOV normally passes extremely
little current until the voltage across it is above 183 volts.  In fact,
for significant current to flow, the voltage must be quite a bit higher
than this. 

One failure mode for MOV's is for them to begin conducting at lower
voltages.  MOV's have a limited life based on the number of times that
they have done their job, and damage to them cumulative.  If you have
light bulbs and other items in your house blown after a thunderstorm, the
chances are that the MOV's may have taken a jolt and should be replaced. 

However, a typical MOV has considerable capacitance.  A simple and quick
approximation published by GE was: 

	C = 0.2 uF x D x D / RV

where:  C = capacitance, microFarads
	D = MOV diameter in inches
	RV = rated MOV voltage

For a V150LA20 MOV, the diameter is 0.89 inches and the voltage rating is
150 volts.  The estimated capacitance is 0.001056 uF.  The data sheet
shows a value of 1400 pF or about 1/3 higher.  A later data sheet (Harris)
gives a value of 1900 pF so I suspect the approximation gives too low a
value. 

This capacitance is not very different from what we might use as a line
bypass capacitor.  While not passing much current at 60 Hz, it may be
enough to trip a sensitive GFCI. 

I would normally hesitate to recommend that anyone stop using a
ground-fault interruptor, especially around the workbench.  They really
are life-saving devices.  However, around radio equipment they tend to be
nuisances.  Even a little RF in the shack due to high VSWR will trip them
as will bypass capacitors in older gear.  In the hamshack, where the gear 
SHOULD be in the proper grounded cabinets, not using GFCI's is probably 
acceptable.  On the workbench, where the gear is open for probing and 
maintenance, I would do everything I could to keep the GFCI in the 
circuit as a safety feature.

		73, Barry L. Ornitz  WA4VZQ  ornitz@eastman.com


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: pmills@A.crl.com (Phil Mills)
Subject: RE: Help! Problem with MOV's (GFCI's)
Message-ID: <199610080130.AA00690@A.crl.com>

>
>I would normally hesitate to recommend that anyone stop using a
>ground-fault interruptor, especially around the workbench.  They really
>are life-saving devices.  However, around radio equipment they tend to be
>nuisances.  Even a little RF in the shack due to high VSWR will trip them
>as will bypass capacitors in older gear.  In the hamshack, where the gear 
>SHOULD be in the proper grounded cabinets, not using GFCI's is probably 
>acceptable.  On the workbench, where the gear is open for probing and 
>maintenance, I would do everything I could to keep the GFCI in the 
>circuit as a safety feature.
>
>		73, Barry L. Ornitz  WA4VZQ  ornitz@eastman.com

I agree with Barry that we should try to be as safe as possible, but I too,
have found GFCI's around the bench a nuisance.  When I built my shop/shack
about a year ago, I GFCI'd everything but the 220 volt outlet.  Then, soon
after, I had to remove the GFCI on the radio desk because even the good
stuff like my Collins 516F2 power supplies would trip it.  Now, I have
one workbench without GFCI's and one with them.  The one with the GFCI's
gets most of the work as that is where the test equipment is....most of
which is BA test equipment...Heathkit, Voltohmist, etc....which is two
prong ac plug stuff.  Anyway, if the BA I'm working on has a 3-wire
grounded type ac cord and plug, I will move it to the other bench if
it trips the GFCI's...my recently acquired R390A does this easily.

Anyway, when working on a "new" BA acquisition, there are 2 things I always
always always do before the first power up....one is reform the 
electrolytics...the second is to install a 3-wire grounded ac cord/plug.  
This way, I don't get any unpleasant surprises one way or the other.

73, Phil
Phil Mills, AB5TH            *****   Wanted ---  Tek 3A1 Plug-in      *****
pmills@a.crl.com             *****          ---  1957 ARRL Handbook   *****
713-992-5762
Friendswood, TX     (south of Houston)



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: jmiller@teleteam.net (Jay H. Miller)
Subject: Hickok 539C
Message-ID: <v01540b02ae7eaf238f03@[199.34.24.7]>

Thanks to those who helped ID the I-177-B. Also picked up a Hickok 539C in
the deal at Belton. Any ideas as to differences between 539B and 539C? Will
manual for 539B (available from W7FG) fill the bill?

Thanks!

   *********** ################### ***********
   Jay H. Miller, KK5IM            Dallas, Texas
The Pocket Guide to Collins Amateur Radio Equipment
    AMI#846      Collins Collectors Association
             jmiller@teleteam.net
   *********** ################### ***********




From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Tom LeMense <LEMENST@fhsmtp.fh.trw.com>
Subject: Re:  Impedance matching dilema -Reply -Reply
Message-ID: <s258cb87.044@fhsmtp.fh.trw.com>

>>> <mknudsen@lucent.com> 10/04/96 12:23pm >>>
>I haven't heard anyone mention stub resonance effects yet.
>If the lenght of coax you hook from the T-tap to your counter happens
>to hit and odd quarter wavelength, it will present a low impedance at
>the T and suck out some of your signal.

I've fallen prey to that disease of assuming that everyone else does
things like I do: I had the vision in my mind of the tee/splitter being right AT
the freq. counter input.  

Mike is 100% right on this one -- since the freq counter is NOT a 50 ohm
load (as mentioned in a previous post) the rx will see a nice open-ended
stub somewhere in the middle of its feed and the end result will be a
single-stub tuner!

>BTW, a lot of older rx manuals specify various "dummy antenna"
>circuits to be inserted between the generator and the rx's antenna
>terminals.  These range from one R or C to some pretty fancy
>series-parallel R/C networks.  I guess they imp0rove the odds that your
>Antenna Trimmer control will still peak when you go to your real
>antenna.

My guess is that they improve the odds that the antenna trimmer doesn't
peak all over the map!  Similar to the effect noted above, most of these
dummy antenna circuits simply serve as a loss pad to damp out strong
resonances.  I recall that the Ford auto-radio test engineers used to
place a "50-220" between the sig-gens and the radio inputs: simply a
series 220 ohm resistor and a 50 pF cap to ground.  This "matched" the
radio input to the whip antenna -- which of course is nuts since we are
talking about a 100:1 frequency span here!  I have to believe that the loss
afforded by this "match" served to keep the test setup from becoming a
component and helped to keep repeatability up.

>Now if your antenna feed is 50 ohms resistive across the bands, a sing
>gen is already the right match to align your RF stage to, but we don't all
>have that.  Older rx were designed for balanced feeds at higher Z.  73,
>mike k aa9rg

When in doubt, use radiated coupling - that's my fallback!

-tom




From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Robert Nickels <ranickel@mwci.net>
Subject: Instrument of Torture?
Message-ID: <32585B72.9EE@mwci.net>

When I was studying for my general at age 14, I thought the evil
Instructograph was an instrument of torture!  The deal was, my Dad
rented the thing for 3 months, which seemed (to him, at least) more
than adaquate time for me to get my code speed to 13 wpm.  After
spending 2.5 months ragchewing with my novice buddies, I finally
settled down, and the Instructograph did the trick!

I invested $5.00 in one today at the West Liberty Iowa 'fest.  Don't
suppose the seller noticed the sweaty palms...

Anyhow, I'd like to get ahold of a tape or two, so I can see if it
works.  If anyone can help me return to those thrilling days, let
me know!  (Lord knows, I could use the code practice, too!)

Thanks and 73, 
Bob KE0T

ranickel@mwci.net


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Dave Wood <WB4KPD@coastalnet.com>
Subject: Knight Kit Manuals
Message-ID: <199610071542.LAA04892@lucky.coastalnet.com>

Thanks to the timely posting by Grant Youngman NQ5T, I was able to attend
the Belton Tx. hamfest while on business in Dallas.  While there, I found a
box of Knight Kit test equipment manuals in excellent condition.  While not
wanting to part with these, I will make copies for others who need the info.
The following manuals were aquired:

KG-2000 Laboratory Oscilloscope
KG-635 Wideband Oscilloscope
Model 600A Tube Tester
83 YX 137 Audio Generator  circa 1955
KG-670 RC Tester
KG-375 Universal Auto Analyzer

Additionally, I need copies of the Knight Kit KG-686 and KG-687 signal
generators.  Thanks  Dave



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: bill.sorsby@dlep1.itg.ti.com (Bill Sorsby)
Subject: KWM-2A Crystals Needed
Message-ID: <199610071348.IAA19353@lesol1.dseg.ti.com>


Greetings,

I'm in need of most of the ham band crystals for the KWM-2A.  Anybody have 
some to sell or know of a source with reasonable pricing?


Regards,
Bill Sorsby

bill.sorsby@dlep1.itg.ti.com



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: gpewitt@execpc.com
Subject: Manuals
Message-ID: <Chameleon.961006152025.gpewitt@execpc.com.execpc.com>

I just got my SP600 manual from Shaun Marrigan.  The quality is 
nothing short of superb.  I've never seen a manual repro this 
good.  In fact I've seen few -original- manuals this good.
The quality of the graphics and text is razor sharp.  The paper
and binding are superior.  First rate work.  I have no 
connection with Shaun except as a -very- satisfied customer.
I will be buying more manuals from him.
His E-mail address is:  merrigan@nyquist.ee.ualberta.ca
  
73  Gary  N9ZSV
-------------------------------------
Name: Gary Pewitt N9ZSV  
      6120 W. Calumet Rd. Apt 204
      Milwaukee, WI  53223 
      414 355 8147 Home 414 297 4307 Work
E-mail: gpewitt@execpc.com
From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Bill Sorsby <bill.sorsby@dlep1.itg.ti.com>
Subject: Market Adjustment Time?
Message-ID: <199610072121.QAA08718@lesol1.dseg.ti.com>


Greetings,

Maybe I shouldn't ask this, but...  Is the boatanchor market due for a price
adjustment?  An increasingly common refrain is that prices are ridiculous
and equipment's not selling.  Of the folks who went to Belton, I don't
remember anyone indicating that they bought much.

It appears that the sellers aren't selling much, as lots of the same guys
with the same pieces of tired equipment keep showing up at hamfest after
hamfest.  One guy at Belton still had the same SB-104 and accessories he's
been trying to sell for nearly a year (that I'm aware of).  His SB-104 was
very nice looking, an exceptionally clean radio (probably because like most
SB-104's it doesn't work!)

I've never been a seller so I don't have much insight into that side of
things, but it sure seems to me like the market has plateaued.  Prices went
high enough to drag all sorts of old stuff out of hiding, but it looks kinda
like the sellers aren't getting the prices they want now, yet aren't willing
to let go for less, at least not yet.

Am I missing something here?  Is all the stuff that was passed over at
Belton destined to go cross-country to some Boatanchor starved region?  Will
the sellers in fact get close to what they were asking for?


Regards,
Bill Sorsby, N5BU

***************************************************
bill.sorsby@dlep1.itg.ti.com
Views expressed herein are no one's fault but mine.
***************************************************



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: okasb@rex.mtv.gtegsc.com (Bob Okas)
Subject: Re: Market Adjustment Time?
Message-ID: <9610080005.AA12603@rex.mtv.gtegsc.com>

Bill and Gang,

    I too have observed this overpricing phenomenon, and on
both coasts. I've been on both sides of the table, too. When
I'm selling, I want to get a fair price, but I depending on
the item, I may not want to take it back with me. I'll drop
prices if it's getting late and things aren't moving. Sometimes,
it may take hamfest or two to move an item. Just a different
mix of buyers is sometimes all it takes.

    There are certain common items, Kenwood rigs and Drake C-lines
come to mind as examples, that fall into well established price
ranges and supply/demand tend to balance. The uncommon gear is
subject to wider pricing variations and the gouging potential
is higher. Anyone who *really* wants to sell their gear will
price it to move. To wit: the Viking 6N2 I picked up a few years
ago for the princely sum of $10, or the Heath SB-610 I got for
$15. Bargains, to be sure. I knew of an individual who was trying
to sell a C-line for $500. Both of these examples are probably beyond
the 6-sigma points on the price curve.

    I can't believe the regular sellers (and we've all seen them)
go to the trouble and expense of procuring trucks and renting trailers,
etc., to haul this stuff around and not make a few sales and make it
economically worth their while. Yet, I've seen these people time and
again with ridiculously priced gear, b**** and moan about how people
are so cheap. But, they're also unwilling to budge on their price. If
they're so greedy or their business "overhead" (whatever that means
in this context) is so high that the items for sale must be inflated
appropriately, then they deserve miniscule sales.

    On the flip side of the coin are the 'collectables'. I'm not holding
my breath hoping to find an 'affordable' 75A4. The shame is that many
of these pieces wind up in the hands of overseas collectors, who can
afford to pay the fee. I'm sure I'll see an A4 break the $1.5K price
point soon. What is this, BA prices indexed to the Dow Jones?

    I must be too polite a buyer. If I see an unpriced item that I
might want to buy, I'll think twice about asking. If I gotta have it,
then it's time to haggle. Perhaps it's time to start practicing
mercenary buying techniques and make offers as equally insulting as
the asking price. Come to think about it, that and voting with our
wallets are the only way to drive the market down...

Bob



    


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mack@mails.imed.com
Subject: More Belton
Message-ID: <9609078447.AA844708543@mails.imed.com>

I just was reminded that I missed out on having lunch with the BA 
crowd.  The 6 year old I mentioned had a 5:30 soccer game back in 
Friendswood (in the rain no less) so we had to leave before lunch.  I 
hope y'all had a good time.

Ray Mack
WD5IFS
mack@mails.imed.com



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mack@mails.imed.com
Subject: Need Schematic and Belton Report
Message-ID: <9609078447.AA844706440@mails.imed.com>

I just finished the digests from the weekend and I'll add my $0.02 
worth.  I went to the hamfest rather than getting Frank's stuff ready 
for shipment.  I hope y'all understand.

I ran into most of the BA crowd at least once.  I also manged to pick 
up Al Fritshe's junker.  It was great that I did, since Kevin beat me 
to the Heath FM tuner I was going to buy for my father.  After I 
drooled over it, he graciously sold it to me for what he had bought 
it.

This was my first trip to Belton, and it was well worth the 3 1/2 hour 
trip from Friendswood!  As others have noted, there was an incredible 
amount of BA gear.  The computer junk was very conspicuous because 
there was so little of it.

I was the lucky one that ended up with the DX60B, HR10B, and HG10B 
VFO! This was truly amazing.  I bought it at 9:50 AM!  The guy was 
asking $60.00 for all 3 pieces.  As many know I have been very 
anxiously trying to find an HR10 for part of my renewed novice 
station.  This was truly gratifying.  It was made even more so since 
Ron Follmar was unable to find the DX20 that is on his inventory that 
was my main reason for making the trip.  The guy selling the rigs was 
as amazed as I that they remained unsold so long.  I nearly put scorch 
marks on my pocket getting my wallet out.  As a bonus I discovered 
that the HR10 is unmodified and included the crystal calibrator, and 
the DX60 included a Dow-Key relay.  I was in heaven.  As soon as I get 
the DX20, you will see the DX60 and HG10 for sale here at a good 
price.

Before I got back to the tailgate section, I spotted a S38E much like 
the one I cannibalized when I was a teenager.  At $80 (or make offer, 
yea, sure) I passed.  Right next door was Ron Follmar.  He had a nice 
SP600 JX21 for $200 and numerous other nice radios.  My 6 year old 
future BA fan and Novice saw a very nice National NC77X for $35.  It 
looked 10 times better than the S38 next door.  After 20 minutes of 
"if we don't buy that radio soon it'll be gone" , I finally bought it 
for him.  It works on all bands but the BC band.  I discovered why 
when I got home.  Someone has modified it.  Hence the need for the 
schematic in the Subject of this message.  I was amazed that this is a 
SW version of the classic AA5. Fortunately, I have a bunch of AA5 sets 
in the garage that I got free because I'm an "Old Radio" nut.  I later 
saw another ratty looking S38E for $50.  As others have said many of 
the prices were high and much went unsold.

If you live in driving distance of Belton, you need to go in April.

Ray Mack
WD5IFS
mack@mails.imed.com
Friendswood (Houston), TX



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: "Paul Bock" <pauboc@smtplink.pulse.com>
Subject: Need SX-42 manual, schematic, etc.
Message-ID: <9609078447.AA844718366@smtplink.pulse.com>

          Need a copy of the owner's manual, schematic, any servicing info, 
     etc., for an SX-42.  E-mail replies to pauboc@pulse.com.
     
        73,
     
        Paul, K4MSG



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: howellh@winthrop.edu
Subject: R-390A Stuff
Message-ID: <96100709504945@winthrop.edu>


WINTHROP UNIVERSITY                               Electronic Mail Message
                                        Date:     07-Oct-1996 09:43am EDT
                                        From:     Haney Howell
                                                  HOWELLH
                                        Dept:     Mass Communication
                                        Tel No:   323-4534

TO:  Remote Addressee                     ( _smtp%"boatanchors@theporch.com" )


Subject: R-390A Stuff

When I first spotted it in the back of the van, I thought it was a 390.  Well, 
it metamorphised into a 390A somewhere along the line.  Plays well, very clean 
inside, with the Cosmos VFO, etc.  No name plate so will have to dig around to 
figure out the manafacturer.

I remember a recent thread on heavy tuning dials.  This one is much stiffer than 
my Collins version.  Looks like there's some dark buildup on the gears and the 
first small reduction gear looks like it is chewing on the edge of the shaft for 
the next one.  Don't want to restart this, but would appreciate a private post 
from the person who recently solved the problem with their radio.

Only other problems are an occasional crackling sound through the speakers and 
the crystal calibrator seems to float all over the place.  Chased it up the dial 
last night.  Any easy fixes here?

I did notice that the fusing is different on my two models.  The early Collins 
has one fuse; the new one three.  Otherwise they appear identical.

Haney   <howellh@winthrop.edu>



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Dick Dillman" <ddillman@igc.apc.org>
Subject: Radio Club
Message-ID: <74729.ddillman@igc.apc.org>


I have recently (ahem!) been elected to the Radio Club of America.  
But that's not exactly why I'm writing.  It's the publication that 
comes with membership that really impressed me.

Of course, maybe I got lucky and the Spring 1996 issue of 
"Proceedings", the first I've seen, was particularly good.  But if it 
reflects what's to typically be found in this publications I'm getting 
the back issues.

The article that engrossed me, as I think it would any good tube fan, 
is an in-depth description of XERA "from birth to demise".  This is 
the super-power, 500,000W station established by that wacky old coot 
Doc Brinkley to promote his medical procedure of implanting goat 
glands into the (AHEM!) most delicate areas of the male anatomy.

The real hero of the tale is chief engineer James O. Weldon who 
designed, built and installed all the transmitters used at XERA and 
its predecessors XER and KFKB.  In fact the article, by Durell M. 
Roth, is based on Weldon's previously unpublished papers.  There are 
plenty of great pictures too, none of which have I ever seen in other 
articles dealing with XERA.

Great stuff.  Highly recommended.  I'm not sure if copies are 
available to non members but "the radio club" may be reached at:

1620 Route 22
Union, NJ 07083
Phone: 908-687-3090

                             Dick Dillman
                       WPE2VT  N6VS  ex-WA2BJK
                        <ddillman@igc.apc.org>
                      Collector of Heavy Metal:
                Harleys, Willys and Radios Over 100lbs.



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: "Garey Barrell, K4OAH" <75025.73@CompuServe.COM>
Subject: Ranger Stuff
Message-ID: <961007171417_75025.73_FHD73-1@CompuServe.COM>

The nine and eleven pin "octal" plugs and sockets for 
the Collins and Ranger rigs are available from:

Typetronics  (Fred Schmidt)
Box 8873
Ft. Lauderdale, FL  33310-8873

(954) 583-1340
(954) 583-0777 [fax]

He has the plugs, sockets and the back-shells for two
or three dollars.

As an aside, I have found another batch of the fused
line plugs for the Ranger.  These are the "good" ones,
real bakelite from El-Menco.  I think the batch I bought
last time has run the price up, 'cause these are $4 each.

73, Garey - K4OAH
75025.73@compuserve.com
Atlanta




From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Andy Wallace <wallace@mc.com>
Subject: Rochester NH aftermath/afterthoughts
Message-ID: <9610072108.AA04776@training6>

Hi!

On the NC-2-40D, well, yes it would have been a wonderful
addition to my shack. Unfortunately I am stubbing
my toes on the RBB as it is!  I hope someone bought it
to enjoy, and not just to resell at a profit. It was
a pretty one.

A few rigs I forgot about: KWM-2A, winged, $425. Looked
clean but I didn't ask about problems. Same fellow had
the 312B-5 VFO for $550, and a 30L-1 for $550. I saw 
an unmodified (but no dyno) BC-348 for $125, and one
with an internal PS for $75. Both were clean and 
in nicer shape than the one I got this past Winter. 
Same fellow had a couple of RME 4300s (Chris Sieg:
was that the model you bought???) in nice shape, but
the one that didn't slide into Chris' van seemed like it
had the dreaded Vernier-itis. Did not see ANY Collins
A-line stuff, not even an R-388. Saw a very nice looking
Knight T-60 for $40. Was tempted, just because that`s 
one of the smallest transmtitters I`d seen. There
were other modified T-60s around also. Saw a DX-35
with the crystal cover..don't recall the price. 

Aftermath: the RBB doesn't get any RF, as I said. The
Signal Shifter (postwar EX model with the silver face
and uncalibrated dial) doesn't work, either! Yay, more
projects! <grin> The tubes test OK. When I key down
the VR tube dims slightly, but no closure of the magic
eye and no output. I have no manual. There's an SO-239
on the back panel. What's the two-terminal strip for? 
Was that the original 300Z output? I also wonder about
how to key it. Do I need to do something to the OSC if
I key the AMP????

The Ranger needs a good looking over and a linecord before
I even think about powering it up. And of course I 
could use a manual for the Ranger and the Meissner...will
pay copying and postage of course. 

At least my legs aren't smarting today!

73,
--Andy
wallace@mc.com


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: mknudsen@lucent.com
Subject: Re:  Rochester NH aftermath/afterthoughts
Message-ID: <9610072158.AA00796@bock.ih.lucent.com>

$425 for a KWM-2A is very good price, but maybe only decent
without a PS.

I have two postwar Meissner Drifters -- one nice with no case,
and a not as nice one in a rust-covered case I got cheap for the case
and parts.  GOnna need bead-blasting.  Anyway, Andy, I may be able
to spare some parts off it for you.  I even got the original manual
with the first one, and there is more info in the Miessner
How-To-Build-It series of books.  I can copy this gratis for Andy.

I posted this to mention that the stock Shifter (like my grundgy one
still is) has only the balanced link output, but many were modified
(like my clean one) with coax to an added SO-239.  On mine
that '239 overlays one of the balanced holes; sounds like Andy's
mod kob at least preserved the original.

I haven't powered either of mine yet -- wnt to check the 'lytics first --
but the construction is very nice.  I may threaten to turn one loose
on a Glowbug CW nite, and have an xtal ready to plug in the
front if the verbal abuse gets outa hand.

I also got a majnual copy with yesterday's Ranger.  Plugged
mine in, no smoke, but not much workee.
WARNING: If you're used to bigger TX, note that the Ranger
uses one power xfrmer for everything, so the 6146 plate cap is live
with HV whether or not you switch to Transmit.

Another warning: in my Ranger that 6AQ5 clamp tube looks nice glowing
but does nothing else, certainly not along the lines of protecting
the 6146.  Again, a difference from the Vikings and DX-100s --
this clamp tube keys on loss of grid leak bias, not on excessive
cathode current.  The Ranger relies on rectified grid drive for
bias (like the smaller Heathkits) instead of a separate negative
supply like the big boys.  Lose your drive an CLINK goes the meter needle.

73, mike k aa9rg


From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "E.V. Sandy Blaize" <ebjr@worldnet.att.net>
Subject: Re:  Rochester NH aftermath/afterthoughts
Message-ID: <19961008001154.AAB17628@LOCALNAME>

At 10:09 PM 10/7/96 +0000, you wrote:
>$425 for a KWM-2A is very good price, but maybe only decent
>without a PS.
>
>I have two postwar Meissner Drifters -- one nice with no case,
>and a not as nice one in a rust-covered case I got cheap for the case
>and parts.  GOnna need bead-blasting.  Anyway, Andy, I may be able
>to spare some parts off it for you.  I even got the original manual
>with the first one, and there is more info in the Miessner
>How-To-Build-It series of books.  I can copy this gratis for Andy.
>
>I posted this to mention that the stock Shifter (like my grundgy one
>still is) has only the balanced link output, but many were modified
>(like my clean one) with coax to an added SO-239.  On mine
>that '239 overlays one of the balanced holes; sounds like Andy's
>mod kob at least preserved the original.
>
>I haven't powered either of mine yet -- wnt to check the 'lytics first --
>but the construction is very nice.  I may threaten to turn one loose
>on a Glowbug CW nite, and have an xtal ready to plug in the
>front if the verbal abuse gets outa hand.
>
>I also got a majnual copy with yesterday's Ranger.  Plugged
>mine in, no smoke, but not much workee.
>WARNING: If you're used to bigger TX, note that the Ranger
>uses one power xfrmer for everything, so the 6146 plate cap is live
>with HV whether or not you switch to Transmit.
>
>Another warning: in my Ranger that 6AQ5 clamp tube looks nice glowing
>but does nothing else, certainly not along the lines of protecting
>the 6146.  Again, a difference from the Vikings and DX-100s --
>this clamp tube keys on loss of grid leak bias, not on excessive
>cathode current.  The Ranger relies on rectified grid drive for
>bias (like the smaller Heathkits) instead of a separate negative
>supply like the big boys.  Lose your drive an CLINK goes the meter needle.
>
>
        Ah yes!  But the 'clamper' Tube 6AQ5 should limit the PA plate
current to about 50 ma.  If it doesn't, then it ain't working!  It pulls the
screen volts low with no drive.

73


E. V. Sandy Blaize, W5TVW
"Boat Anchors collected, restored, modified, traded & used!"
ebjr@worldnet.att.net
417 Ridgewoood Drive
Metairie, LA., 70001
{Still looking for: Hallicrafters SR-75, and 860 tubes!}



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: william wiggins <bwigg@worldnet.att.net>
Subject: SB201 question-thanks to all
Message-ID: <19961006214107.AAA9375@LOCALNAME>


  Thanks to all the BA members who answered my question on the correct
110/220v jumper settings. 

73's


Billy

Bwigg@worldnet.att.net



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: scotgray <scotgray@cwnet.com>
Subject: Shiny Tube question?
Message-ID: <32588E0C.7168@cwnet.com>

Back in the 9th grade during my "shop" class (electronics/radio) I must
have been sleeping during class. I was awake for thermionic emisssions
and rectification, But must have passed out from staying up too late on
40 CW..

So... the tube question; Glass envelope; almost always a shiny metallic
spot, rather large at the top or sides of the tube. I've seen it on 7 ,
9, 8, 6 pin tubes since I could bring home old B&W TV's from my neigbors
garbage (great source of tubes, transformers, resistor, caps and other
"treasures"!) 

What the heck does that metallic spot do? Leftover junk from production?
sheilding? Protection from dangerous radiation? Keep the "ruskies" from 
cloning? What gives?  

I'm puzzled!

>From the UDDSC (University of Dumpster Diving So. Cal)
Scott  KD6CQ
scotgray@cwnet.com


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: "William B. Ross" <billross@txdirect.net>
Subject: Re: Shiny Tube question?
Message-ID: <3258986B.11C0@txdirect.net>

After the evacuation of air and sealing of the tube there was still
residual air contamination remaining.  A metalic chemical called
"getter" was then flshed by applying an electrical voltage for the
purpose of absorbing this remaining contamination.  Hench the shiny spot
is a result of the flash.
	
	Bill K5LLK


From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: tomrice@netcom.com (Tom R. Rice)
Subject: Sprague Tel-Ohmike Manual?
Message-ID: <199610071503.IAA18815@netcom22.netcom.com>

	I bought a pretty-clean Sprague Tel-Ohmike TO-4
	Capacitor & Resistor Analyzer at the Livermore
	swap meet yesterday, so I can retire the sad old
	Conar model I've been using.

	However, there are so many things to diddle that I
	feel the need for a "how-to" book!  

	As always, copying/shipping costs cheerfully supported.

	tnx de WB6BYH    
-- 
"Start off every day with a smile and get it over with."  --W.C.Fields
Tom R. Rice  
tomrice@netcom.com     
CIS: 71160,1122       


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Allen Tucholski <allent@en.com>
Subject: Tektronix 547  -  50 MHz Scope FS
Message-ID: <1.5.4.16.19961006183431.2cf7f094@en.com>


************************       FOR SALE      *****************************

        Tektronix 547  - 50 MHz  Oscilloscope

Has dual time bases , delayed and expanded sweep, etc.

Comes with  manual and the following plug ins:

1A1 Dual trace  (50 Mhz)

Z Differential comparator, offset to 100 volts

E Low level differential , sensitivity 50 microvolts per div.

81A  Adapter to fit above type plug-ins to Tektronix 585 scope.
         Greatly expands usefulness of 585.

Type C-12 Oscilloscope camera with polaroid pack back.
                Fits all 500 series scopes.

Make me an offer on the whole lot.

ALSO many Tektronix oscilloscope parts including CRT's


Call John at 216-433-2829  (work)
or 216- 331-0521 Home or leave a message.
NASA Lewis Reasearch Center 
Cleveland, Ohio



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Dennis Clemenson <dclemenson@nova.stellarnet.com>
Subject: TMC GSB-1 help sought
Message-ID: <199610061359.IAA02715@nova.stellarnet.com>

Dennis here in ND.  I wonder if anyone on the list is using a TMC GSB-1 with
their GPR-90.  I have one here that works fairly well, except that there
seems to be a lot of high freq stuff (>15KHz) coming out with the audio on
SSB.  Seems to be happening with the product detector, and causes weaker
signals to be lost.  Generally, the signals (AM or SSB), sound better just
using the GPR-90 without the GSB-1 and it shouldn't be that way.  I have no
manual or schematic on the GSB-1 unit, but have checked all the tubes and
tried some subs to no avail.

If anyone has a manual for this unit, please send me a note, and I would
like to set up getting a copy from them.



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Allen Tucholski <allent@en.com>
Subject: TS-600   - 6 Meter Allmode FS
Message-ID: <1.5.4.16.19961006184928.2cf7e70a@en.com>

I have a near new, but its almost 20 years old Kenwood TS-600 
6 meter Allmode rig  USB, LSB, FM, AM, CW  50 -54 MHz in 4  (1Mhz) steps.
This is the nicest one I have ever seen.
I am the second owner, It works great.
Analog readout, 10 watts PEP, all modes, S-meter, rit, power level, squelch
and more.

Includes manual, powercord, mic and external vox unit.
Power supply is built in.

It has no tubes, but from its age I would say it qualifies for a solid state
Boatanchor. 

$325 Plus shipping from Cleveland Ohio 
zip 44125

NASA Lewis Reasearch Center 
Cleveland, Ohio



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: Larry Godek <AZCOT@gnn.com>
Subject: Tube covers
Message-ID: <199610070321.XAA29067@mail-e2b.gnn.com>

I have a sack of new looking aluminum tube holders.  You know the 
things that go over the tubes and twist to hold them in the 
sockets.  These are the ELCO units that have 3 openings around the 
sides.  Two different heights and part numbers.  The first is about 
2 inches tall and part number is TS103U02. The other is almost inch 
and a half and part number is TS 102U01.  Anybody have a need for 
them or are they worth even having.  Remember there was a 
discussion sometime back concerning tube covers for the 390-390A 
radios but don't recall all that went on.  Any ideas?  

Tx OM es CUL


Larry AZCOT@gnn.com  KN6TUP/K0TAO/W8BPV/DL5LS/W6KQL/W0OGH



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: mack@mails.imed.com
Subject: Tubes F/S
Message-ID: <9609078447.AA844707945@mails.imed.com>

I remembered to look at my tubes for actual part numbers this morning 
while looking for a connector for Lynn Fisk.

I have a 6AF6 electron eye tube that I think I took out of an old tape 
recorder.  I don't think my tube tester will test it, but it should be 
good. (Why else would I have kept it all these years :<).  $5.00 takes 
it.


I also have an acorn tube RCA type 945 (I think.  Why don't I write 
these things down?).  $2.00

Add a buck and a half for shipping.

Ben Hall/Larry Ware rules apply in case of multiple requests.

Ray Mack
WD5IFS
mack@mails.imed.com
Friendswood (Houston), TX



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Dick Dillman" <ddillman@igc.apc.org>
Subject: Ultimate BA QTH
Message-ID: <74736.ddillman@igc.apc.org>


Readers of these pages may remember that some time ago a list member 
posted an announcement of the upcoming auction by the GSA of 82 acres 
of land containing a building and... "four 140 ft. rhombic antennas 
and three 70ft. guyed towers".  Oh, BABY!

Well, I've just received the invitation for bid and here's the poop:  
It's the Delano receiver site in Pixley, CA, in the San Joaquin 
valley.  The site was associated with the VOA at Delano which is still 
in operation.

Those wishing to take a look and kick the towers, as it were, should 
contact Mr. Douglas Walls at 805-725-0150 (bid deposit: $5,000).

Let us know if you're going and, if you're the successful bidder, when 
your antenna warming party will be held!

                             Dick Dillman
                       WPE2VT  N6VS  ex-WA2BJK
                        <ddillman@igc.apc.org>
                      Collector of Heavy Metal:
                Harleys, Willys and Radios Over 100lbs.



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Eugene Rippen <soundval@foothill.net>
Subject: UPU's FS
Message-ID: <3259480F.6F76@foothill.net>
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From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: "Dick Dillman" <ddillman@igc.apc.org>
Subject: Visit to Bob Eslinger
Message-ID: <78586.ddillman@igc.apc.org>


Bob Eslinger is the proprieter of Antique Radio Restoration & Repair 
in Connecticut.  I've been in touch with him by phone over the last 
couple of years with a view towards sending him some of my "babys" for 
his full, chassis up restoration treatment.  I'm just back from a 
business trip to New England which gave me the opportunity to visit 
him persnally.

Bob's as friendly in person as he is over the phone.  His place, on 
a Connecticut country lane, is of course filled with radios, mostly 
wooden cased home entertainment types.  A trip to the basement 
revealed radios everyhere with just enough room for a pathway between 
them.  Not disorganized, but crowded!  His workshop is similarly small 
but with all the needed test gear (themselves mostly antiques) for his 
work.  In spite of the company name, he does only restorations, not 
repairs, and the finished radio is guaranteed to meet factory specs. 
In spite of the abundance of wood cases, he's quite 
familiar with BAs and has done many, transmitters as well as receivers.

I got a good feeling from Bob and his operation.  He's clearly a man 
who loves what he does.  I have no connection with him beyond my 
intention to become a customer but I post the information below for 
those who may need his services and not already know about him.

Bob Eslinger
Antique Radio Restoration & Repair
20 Gary School Road
Pomfret Center, CT 06259
Phone: 860-928-2628
Email: radiodoc@neca.com
Web  : http://www.neca.com/~radiodoc/

Has anyone had any personal experience with Bob they'd care to share?

                             Dick Dillman
                       WPE2VT  N6VS  ex-WA2BJK
                        <ddillman@igc.apc.org>
                      Collector of Heavy Metal:
                Harleys, Willys and Radios Over 100lbs.



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: wi2p@VNET.IBM.COM
Subject: Visiting London
Message-ID: <199610071518.KAA07235@uro.theporch.com>

Someone just asked about BA sites around London but I deleted the mail before
I decided to respond, so don't know who asked.

It's been several years since my last visit, but might I suggest touring the
HMS Belfast, a WWII battle cruiser moored on the Thames between London Bridge
and Tower Bridge. It's on the south side of the river very close to Tower
Bridge (at least it was last time I was there). There is the typical tour
route thru the ship which takes you by the radio shack. While the radio shack
was chained to prevent actual entry it was open so that you could see
inside. I happened to notice some QSL cards on the far bulkhead and asked
the tour guide if there was an active ham station on board. He said there was,
and upon finding out I was a ham, gave me over to another crew member who was
part of the radio shack. This person held me back from the tour group and after
they had left the area, opened up the shack and let me in so I could take a
look at all the gear. Most of it I didn't recognize but it sure was impressive
stuff. After a while, he led me through some passageways not on the regular
tour path and we ended up in what was the NCO's mess. Now, unlike US Navy ships
you may recall that British ships are "wet". I spent the whole rest of the day
and well into the evening hours in the NCO's mess quaffing down 807's with the
crew, several of whom were also hams. This is a part of the tour the public
normally doesn't see since the NCO's mess and bar is not open to the public or
even on the tour route. I highly recommend it for any visiting hams and hope
the hospitality is the same as it was when I was there. You'll see some great
BA gear and enjoy some atmosphere we tourist colonials seldom encounter. I
think the ship was maintained as a museum by the British War Museum and was
staffed by regular Navy personnel as it was still considered a commissioned
ship of the Royal Navy. Maybe one of the British BA'ers can confirm the
HMS Belfast is still alive, well and open for tours on the Thames.

Real close by, on Tooley Street if I remember right, was the London Dungeon,
another place you may want to visit. It's only connection with BA's is it's
the kinda place the dreaded Wouff Hong or Ritty-Snatch would have been quite
at home in!.

Ray  WI2P




From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: "Mike Rioux" <mrioux@usa1.com>
Subject: Re: Visiting London HMS Belfast
Message-ID: <19961007230507091.AAA232@Pentium-100>



> It's been several years since my last visit, but might I suggest touring
the
> HMS Belfast, a WWII battle cruiser moored on the Thames between London
Bridge
> and Tower Bridge.
Absolutely! There is a very active RNARS (Royal Naval Amateur Radio
Society)
group that uses the radio shack on a regular basis. I think the call is
GB3RN. If anyone
is visiting the area, I can give you a local contact who might be available
to
open up the shack for some operating.
> I  think the ship was maintained as a museum by the British War Museum
and was
> staffed by regular Navy personnel 
Correct that the IWM runs the show, but volunteers staff it. 
Membership in the RNARS is available to serving and past members of the US
Navy.
contact Bill, WA1HMW for info.
73 de NW1J RNARS #3889



From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: Morris Odell <morriso@vifp.monash.edu.au>
Subject: visiting Sydney
Message-ID: <199610080112.LAA04712@vifp.monash.edu.au>

Hi all,

Ray  WI2P wrote about his experiences visiting a WWII Cruiser in 
London from the BA perspective.

There is a very similar place at the Maritime Museum in Sydney for 
any of you fortunate enough to come down here.

Not only is there an Australian destroyer full of boatanchors and a 
functioning ham station (all sandy I'm afraid, the lovely boatanchors 
are only for display..), but there is also a genuine Russian 
submarine which is open for inspection. It's in original condition 
except for the weapons - apparently it was capable of firing nuclear 
torpedoes. All the radio equipment is still there and apparently 
operational. The former owners encouraged the local hams to use the 
gear, but nobody could understand the instructions or labels on it 
:-). It looks a lot like western boatanchors except most of the 
cabinets are cream coloured with red markings instead of grey. There 
is radar, sonar and comms equipment all clearly visible.

Well worth a visit if you are coming "down under".

73



Morris Odell  VK3DOC    Melbourne, Australia
morriso@vifp.monash.edu.au
http://www.vifp.monash.edu.au/CFM/staff/mo.html
Waffling for myself and not my employer.....


From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: wb6zwc@ns.net
Subject: Re: What has happened to the list?
Message-ID: <199610061937.MAA21113@tomcat.ns.net>

No, not banned!  But put in a "timeout" box.  I've been there!  I have reformed>


t 08:32 AM 10/6/96 -0500, you wrote:
>BA administrators
>
>Have I been banned from the list.  I have seen nothing for several days.
>
>Tom Koch - W4UOC
>
>
====================================

Richard@Sacramento,Ca.



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: wb6zwc@ns.net
Subject: Re: What has happened to the list?
Message-ID: <199610062338.QAA02418@tomcat.ns.net>

Tom: am replying thru boatanchors refector.  Your problem seems to be 
full mailbox at your provider.  You might want to ask them what the 
situation is as the msg I sent was rejected by your provider.
====================================

Richard@Sacramento,Ca.



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: Guy Dragoo <gdrag@proedge.com>
Subject: WTB 6L6's
Message-ID: <01BBB44A.533CE560@ft251.computek.net>

Hi all,
I'm looking for some 6L6's for a homebrew xmitter.
Pulls are fine as long as they test out OK.  Hollar with
ur pricing and quantity available as I will probably need
a few extra for that inevitable mistake or two :-(
thanks and 73
Guy Dragoo AC5HL



From boatanchors@theporch.com  Mon Oct  7 15:10:58 1996
From: "E.V. Sandy Blaize" <ebjr@worldnet.att.net>
Subject: WTB/TRADE: Old Toobs!
Message-ID: <19961007195954.AAB26422@LOCALNAME>

        I am looking for two or three NOS '32 or '34 "Balloon" envelope tubes
and one or two '30 "Balloon" envelope tubes.  Any out there dusty on the shelf
waiting for a buyer?  I want to 'tube up' my Vintage National SW-3 with the 
ancient looking valves!  What kinda tubes do you need?  (Maybe I got 'em)

73,

E. V. Sandy Blaize, W5TVW
"Boat Anchors collected, restored, modified, traded & used!"
ebjr@worldnet.att.net
417 Ridgewoood Drive
Metairie, LA., 70001
{Still looking for: Hallicrafters SR-75, and 860 tubes!}




From boatanchors@theporch.com  Mon Oct  7 21:48:06 1996
From: standard@pcs.mb.ca
Subject: WTB: 9 pin octal plugs
Message-ID: <199610072033.PAA16974@pcs.mb.ca>

I realize an OCTAL plug has only 8 pins but I don't know what to call the 9
pin version that looks almost the same.  I'm looking for the remote vfo
cable for a Kenwood 510.  If not I need two only of the 9 pin plugs with
hoods so I can home brew something.
Please e-mail direct if you have a couple of these in your junk box and a
price to go with them. ( a couple bucks????????)

tnx

Gary Smith VE4YH
standard@pcs.mb.ca



From boatanchors@theporch.com  Mon Oct  7 09:07:13 1996
From: "E.V. Sandy Blaize" <ebjr@worldnet.att.net>
Subject: WTB: Heathkit HR-10 or HR-10B(trade VF-1?)
Message-ID: <19961007025428.AAD10111@LOCALNAME>

        A local friend (not on boatanchors, but a BA collector!) is looking
for a
nice Heathkit HR-10 or HR-10B to go with his DX-60/HG-10 station.  Anyone
out there have one they want to part with?  He wants to BUY it outright or
trade a very excellent Heath VF-1 for it.  (How about it you AT-1 fans!)
        Send me info/telephone number and I'll have George (KB5WWO) give
you a call on the landline.


        73,

E. V. Sandy Blaize, W5TVW
"Boat Anchors collected, restored, modified, traded & used!"
ebjr@worldnet.att.net
417 Ridgewoood Drive
Metairie, LA., 70001
{Still looking for a Hallicrafters SR-75!}



